so here's a snapshot of plus4chan's old /mspa/ board, as it was when it closed off new posts on the 14th of july 2013, this archive actually has working navigation and css, so you can just open index.html and navigate from there no problem, images are full size too

if you hit a 404'd page it's probably because the thread was so old it fell off the last page

-chamango